206.    The  report   should be   in the  operator's   possession  at   all   times
when he  is  around  the equipment   (Tr.   337).

207.    Logan  took Lund's  report  because he  wanted   the   list.of materials
Lund had put  on  the back of  the   form  (Tr.  685-686).

208.    The materials were  to   be  for  the workers   on  the   following   shift
(Tr.     685-686).

209.    Logan overrode Lund's   protest   and  told  him he'd   see   that   the
report  got   into  the  proper hands   (Tr.   686-687).

A minor  credibility  issue  arises  here.     Lund  "didn't   recall11   whether
there was  anything written on the  report  but Logan   says   it  had  a   list   of
materials  for the  subsequent  shift.     I have  resolved   this   credibility
determination  in  favor of Logan due  to Lund's   failure  to  recall.
However,   neither version establishes   any  retalltory conduct   by Logan.     Lund
felt he had  to have  the  report  or he'd   "be in trouble"   (Tr.   340-341),
These events  occurred   the day after Logan  climbed  the   tower,   (in   XXVI),
but no retaliatory conduct  is  shown.

XXVIII

LUND ASSERTS HE IS  SENT HOME  WHEN HE  COMPLAINS  ABOUT
FUME  INHALATION.     HE  IS  ALSO  CHARGED  FOR ONE   DAY  ABSENTEEISM
AND NOT PAID FOR THE  REST OF THE  DAY.     HE  CLAIMS  THIS   IS
CONTRARY TO  ANAMAX POLICY. !!/

Witnesses:    Lund,   Miller,  Ypulong,   Nelson,   Pijanowski

210.    On July 6,   1981  Lund   inhaled   fumes  while   soderine  with   silver
(Tr.  341, 486).

211.    The  following morning he  experienced  profuse   sweating   and
vomiting (Tr.   341).

_33/    Paragraph  35 of the  amended  complaint

284ety department   receives  about   100 to  150 complaints over  a 12 month
